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GE j?al services administration 
AUG "2 9 Public Buildings Service 

Washington, D.C. 20-105 

Acting Assistant Commissioner, Office of Operating Program (PM) 



subject* Environmental Quality Procedures 

All Division Directors, Office of Operating Programs (PMP, PMC & PMR) 

I am forwarding for your information and dissemination a procedure that 
the Office of Operating Programs will follow concerning environmental 
quality. Your cooperation with the Environmental Quality Committee will 
be necessary to make the procedures set forth. in this memorandum workable. 


The Environmental Quality Committee will be made up of the following : 

Alternates : 

Mr. Walter Sayers (PMCD) 

Mr. Harry Bokow (PMCC) 

Mr. Walter Luchaka (PMRA) 

Mr. William A. Davy (PMRU) 

The previous Environmental Quality Committee established by the Assistant 
Commissioner, Office' of Operating Programs in memo dated March 31, 1972, 
is hereby obblished with my personal thanks for a good job. 

The procedure outlined and to be controlled by the Environmental Quality 
Committee w-ill be followed. Your attention to this procedure and 
cooperation with the Environmental Quality Committee will be greatly 
appreciated. 


R. E. Zi 
Acfing Assistant Commissioner 
Office of Operating programs 

Enclosure 



Members ; 

~ twg.ec 

Mr, ’Richard- Jv -Pronk , Chairman (PMCD) 
Mr. Charles E. Renner (PMCC) 

Mr. James McMahon (PMRA) 

Mr. Earl W. Eschbacher (PMRU) 


Approved 9m 



